USDA 



United States Depanment of Agriculture 
Animal and Plani HdaHh liiapeclion S^arvica 1311^013$^? in^ 

Inspection Report 


CHFOe WDOnr.SAHFM WOOtT'V 

Customer ID: 640S 


Certificate; 33-C-0213 


She; TRA 


VARI003 TaAVFI lOCATlONS 

P 0 BOX 66 

Tytje; ROJTINE INSPECTION 

MUL&ERFIY GROVE. IL 62262 

Dale; 29 August 231 3 


This inspection was oonducted at the Chesterfield Couniy Fair, in Chesterfield, VA. There were no non- 
compliartl ilems idanlilied during the in^peclion. An exit inlerview coridud^ with the dwnar . 


DORIS HACKWORTH, D V M 


DORIS T H ACKWORTH , D V M USDA, APH IS, Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspecttjr 2029 
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Date: 

£9 ALigtist 2013 


Date: 

29 August 2&1 3 


Insp e Ction Rep olt EKplaliatioli: http : / /unirw. iphis .us da. gov/ aliimaLtirelf ate / dotimlo ads /IR_E>5)laliatioli.p df 






